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UBA-~8740-64 


23 DEC lo4 


bod | 
MEMORANDUM FOR: Sensor Systems Vivision, UBA 
25X11 SUBISECT [| __JPnoto Leb 


evi tteched list of 
. it is requested you review the & 
ahoto processing equipment now loceted at ee eee acl 
to determine the capability of goivg into e 
operation. 


! } d recommender tions 
a. esponse to this menc, however, : ions 
for beth cececanel snd equipment to essume this responsibility 
are recuested. 


Atctachment~1 | 
fas noted sbove 


Distribution: 

Griginel - ADDEE (w/att) | 
~ D/FA/OSA (w/o att) | 
~ MD/OBA (w/o att) 


~ CHRONG (w/o ett) | 
~ RB/CBA (w/o att) ILLEGIB- 
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